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ITEM NO. 
QTY. 
-041 
PART NUMBER 
DESCRIPTION 


1 
X 
E4674-041 
CAUTION PANEL SEGMENT KIT 


2 
1 
E4674-1 
CAUTION PANEL SEGMENT - ENG FUEL FILTER 


3 
1 
E4674-5 
CAUTION PANEL SEGMENT - A/F FUEL FILTER 


4 
1 
E4674-7 
CAUTION PANEL SEGMENT - FADEC MAINT 


5 
1 
E4674-9 
CAUTION PANEL SEGMENT - START FAULT 


6 
1 
E4674-13 
CAUTION PANEL SEGMENT - ENG OIL PRESS 


7 
1 
E4674-15 
CAUTION PANEL SEGMENT - FADEC CH FAIL 


NOTES: 


1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.7 
7) WEIGHT: 0.02 lbs 
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E4674-1 CAUTION PANEL SEGMENT - ENG FUEL FILTER 


NOTES: 


1) MATERIAL: ACRYLIC PER MIL-PRF-5425 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.7 
7) WEIGHT: 0.00 lbs 
8) AMBER TEXT ON BLACK BACKGROUND 
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E4674-5 CAUTION PANEL SEGMENT - A/F FUEL FILTER 


NOTES: 


1) MATERIAL: ACRYLIC PER MIL-PRF-5425 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.7 
7) WEIGHT: 0.00 lbs 
8) AMBER TEXT ON BLACK BACKGROUND 
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E4674-7 CAUTION PANEL SEGMENT - FADEC MAINT 


NOTES: 


1) MATERIAL: ACRYLIC PER MIL-PRF-5425 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.7 
7) WEIGHT: 0.00 lbs 
8) WHITE TEXT ON BLACK BACKGROUND 
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E4674-9 CAUTION PANEL SEGMENT - START FAULT 


NOTES: 


1) MATERIAL: ACRYLIC PER MIL-PRF-5425 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.7 
7) WEIGHT: 0.00 lbs 
8) WHITE TEXT ON BLACK BACKGROUND 
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NOTES: 


1) MATERIAL: ACRYLIC PER MIL-PRF-5425 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.7 
7) WEIGHT: 0.00 lbs 
8) BLACK TEXT ON RED BACKGROUND 


E4674-13 CAUTION PANEL SEGMENT - ENG OIL PRESS 
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PRELIMINARY ISSUE 
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0.10 
TYP 


0.826 


NOTES: 


1) MATERIAL: ACRYLIC PER MIL-PRF-5425 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.7 
7) WEIGHT: 0.00 lbs 
8) AMBER TEXT ON BLACK BACKGROUND 
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